UNIVERSITY  OF  TORONTO 
UNIVERSITY  EXTENSION 

DIRECTOR:  J-R-GILLEY  • B-A-Sc* 

TRAINING  COURSE 
FOR 

MUNICIPAL  FIRE  CHIEFS 
November  17  - 19,  1954 


This  course  is  conducted  for  Municipal  Fire  Chiefs,  Deputy  Chiefs  and  District  Chiefs 
under  the  auspices  of  the  Ontario  Fire  Marshal’s  Office  at  the  University  of  Toronto, 
on  November  17  - 19,  1954. 

PRESIDING  OFFICER  - Mr.  D.  E.  Barrett,  Director,  Ontario  Fire  College,  Ontario  Fire 
Marshal’s  Office. 


MORNING  SESSIONS:  Hart  House  Theatre,  University  Grounds. 


AFTERNOON  SESSIONS:  Wallberg  Building,  College  and  St.  George  Sts. 

PROGRAMME 


WEDNESDAY,  NOVEMBER  17 


9:00  a.m. 


Registration  and  opening  of  School. 


9:30  a.m.  - Addresses  of  welcome  by  - The  Honourable  Dana  Porter,  Q.C.,  B.A., 
M.A.(Oxon).,  Attorney  General  for  Ontario;  Dr.  C.  T.  Bissell,  Vice- 
President,  University  of  Toronto;  J.  R.  Gilley,  B.A.Sc.  P.Eng,, 
Director,  University  Extension,  University  of  Toronto,  and  W.  J.  Scott, 
O.B.E.,Q.C.,B„A.,LL.B.t  Ontario  Fire  Marshal. 


10:00  a.m.  - “Civil  Defence  in  Canada”  - by  Major-General  M.  H.  S.  Penhale, 

C.B.E..C.D.,  Commandant,  Canadian  Civil  Defence  College,  Amprior, 
Ontario. 


II:oo  a.m. 


“Fire  Fatality  Studies”  - by  Chief  C.  G.  Burnett,  Fire  Research  Section, 
Division  of  Building  Research,  National  Research  Council,  Ottawa. 


1:45  p.m. 


“Developments  in  Fire-Fighting  Apparatus”  - by  H.  M.  Blank,  Chief 
Engineer,  Seagrave  Corporation,  Columbus;  Ohio. 
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2:45  p.m.  - 

“How  the  Dominion  Board  Grades  and  Classifies  Municipal  Fire 
Defence  Systems”  - by  J.  N.  Pryce,  Director  of  Engineering,  Dominion 
Board  of  Insurance  Underwriters,  Montreal,  Quebec. 

3:45  p.m.  - 

"Short-Wave  Radio  for  Fire  Departments”  - a panel  discussion  - 
Chairman,  D.  E.  Barrett;  Chief  K.  R.  Putnam,  Kitchener;  Deputy 
Chief  R.  F.  Swanborough,  Hamilton;  H.  Hulme,  Canadian  General 
Electric  Company  Limited,  Toronto;  M.  S.  Hurst,  Assistant  Deputy 
Fire  Marshal,  Fire  Marshal’s  Office. 

THURSDAY.  NOVEMBER  18 

9:00  - 12:00  Annual  Meeting  of  the  Ontario  Fire  Chiefs  Association,  Hart  House 


1:45  - 5=00 

Theatre.  President  K.  R.  Putnam,  Chief  of  Kitchener  Fire  Department, 
presiding. 

Annual  Meeting  of  the  Ontario  Fire  Chiefs  Association  continued  in 
Wallberg  Building. 

FRIDAY,  NOVEMBER  19 


9:00  a.m. 

“The  Fire  Chief’s  Authority  and  Duties  Under  the  Fire  Marshal’s  Act”  - 
by  J.  E.  Ritchie,  B.A.Sc.,  P.Eng.,  Deputy  Fire  Marshal,  Ontario  Fire 
Marshal’s  Office. 

10:00  a.m.  - 

“The  Maryland  State  Fire  Training  Program”  - by  Robert  C.  Byrus, 
Director,  Fire  Service  Extension,  University  of  Maryland,  College  Park, 
Maryland. 

11:00  a.m.  - 

“The  Telephone  Fire-Alarm  Systems  in  United  States  and  Canada”  - 
by  Robert  S.  Bleackley,  Headquarters  Staff  Engineer,  The  Bell 
Telephone  Company  of  Canada,  Montreal,  Quebec. 

1:45  p.m.  - 

“Leadership”  - by  Robert  C.  Byrus. 

2:45  p.m.  - 

"Financing  a Municipal  Fire  Department”  - by  Alan  Butler,  Supervisor, 
Municipal  Administration  Branch,  Department  of  Municipal  Affairs, 
Parliament  Buildings,  Toronto. 

3:45  p.m.  - 

“Progress  of  the  Hose  Thread  Standardization  Program  in  Ontario”  - 
by  E.  F.  Bevis,  Chief,  Fire  Services  Division  and  Director  of  Standar- 
dization, Ontario  Fire  Marshal’s  Office. 

4:15  p.m.  - 

“The  County  Mutual  Aid  Program  in  Ontario”  - by  M.  S.  Hurst. 

N.B.  - This  course  is  designed  for  only  the  senior  officers  of  municipal  fire  depart- 
ments. It  does  not  attempt  to  give  any  training  or  instruction  in  fire-fighting,  but 
deals  with  the  administrative  and  policy  problems  of  municipal  fire  chiefs  and  their 
senior  staff  officers. 


